‘7 * 
i 
= 


ae, : ; -RDP83-00415R004300470004-1 
FORM NO. , 1 “gy Approved far Release 2001/12/04 CIA 


MAY 1949 SECRET 
y® 5 CENTRAL INTELLIGENCE AGENCY REPORT NO. —-| 


a 


we INFORMATICN REPORT CD NO. 25X1A 
COUNTRY Germany (Russian Zone) DATE DISTR. 20 Feb. 1950 
SUBJECT Testing Device for OSW 2624 7 NO. OF PAGES 
10 cm Mixer . | tees 
aELURN TO GIA 
PLACE e 48a Fe NO. OF N >. 1 
ACQUIRE PIBEARY | econo 
DATE aca SUPPLEMENT TO | 
0 
ACQUIRE REPORT NO, 25X1X 


The attached photostats of [data or ths testing device for the OSW 2624 
10 cm mixer| are sent to you for retention in the belief that they are 


of interest to you. 
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